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Summary: Okay this is my first attempt at a GW poem so please read it 
AND review it ! I love reviews and just saying it was nice or it 
sucked would make my day better! A _ A It's PG 13 cause someone is 
committing suicide. DON'T ASK! A _ A ; 


Free Falling 

Free Falling 
><br>By: Mika Maxwell 

><br>DISCLAIMERS : I don't own Gundam Wing at all, or else I would not 
be spending my free time write Fanfiction about it! A _ A 
>(NOTE: This is from RELENA'S P.O.V. and I'm not sure why I wrote it, 
but I did becauseaC | I felt like it ! ) <br> 

>I've almost given up,<br>I feel the edge drawing near, 

>But deep within my heart , <br>St ill pulsates unearthly Fear. 

><br>No matter how I cry, 

>No matter how I call , <br>You ' 11 never be the one, 

>There to break my fall.<br> 

>Seeing through my tears , <br>The truth comes so close, 

>Just as the edge does , <br>I ' 11 miss you most. 

><br>Jumping from the ground, 

>My life falls free,<br>But somehow I don't care, 

>You never were for me . <br> 

>This is my first attempt at a poem for GW! R &amp; R is greatly 
appreciated! Please Review this poem! ::Gets on knees:: ONEGAI 
MINNA! ! ! <br> 


End 
f ile . 



